St  Peter's  Church  d-  Oldest  Church  Tower  in  America^ 
Bell  in  top  of  Tree  375  years  old,  Tacoma,  Wash, 


tl«nnan.v.  ^lalstrow  Bros.,  Importers  &  Publwlier.  (Dniggiats.)  Taeonu,  W«»b.312. 


